
201—The famous Klein 
side-cutting pliers. Sizes 
5, 6, 7, 8 and 9-in. 



201 -N.E. — Rounded nose 
side-cutting pliers for work 
in confined spaces. Sizes 
5, 6, 7, 8 and 9-in. 



“Since 1857 ” the name Klein has always stood for the 
highest in quality. The Klein line is complete, with pliers to 
meet not only standard service, but many special applications. 
Because Mathias Klein & Sons are plier “specialists,” the 
Klein line represents the ultimate in plier perfection. Line¬ 
men, electricians, men who know and appreciate the highest 
quality in tools, know and prefer Kleins. 

Be sure your stocks of the more popular items in the Klein 
line are complete. 

Talk to your customers about filling their requirements for 
specialized Klein Pliers to meet their particular needs. 



213-9NE High-Leverage 
Pliers will cut regular wire 
and weatherproof hard- 
drawn copper wire up to 
No. 2. Also available in 
Klein Standard Pattern. 


•••••••••••••••••• 





207-5C —Shear cutting ob¬ 
lique plier SVi in. long. Will 
cut dead soft or hard wire. 
Bladereplaceable. Coil spring. 



301—Long-nosed pli- 
ers. Positive grip at the 
point. Available in 5, 6 
dHB * and 7-in. sizes. 

P303—Similar to 301 but with Ms-in 
jpr round needle nose. 6-in. size only. 


^ 209-5C—Lightweight oblique 
cutting plier with extremely 
narrow head for cutting in 
confined places. Knives work 
flush against cutting surface 
for close trim. 5-in. size. 
•••••••••••••••••••••••••••**** 


203—Similar in design 
to 301, but with care¬ 
fully honed and fitted 
knives. Available in 5. 
6 and 7-in. sizes. 


31 7-5C—Chain nose plier for all 
types of close-quarter precision 
work. Available with or without 
a very fine knurl that will not 
damage soft wire. 5-in. size. 



100 years of service 
to linemen, electri¬ 
cians and industry 
is back of this Pocket 
Tool Guide No. 100. 
A copy will be sent 
you on request, with¬ 
out obligation. 




^ Coil Spring Pliers 

Many Klein Pliers are available with a coil 
spring which keeps the jaws open and is 
guaranteed for the life of the plier. Because 
it is close to the hinge, the insides of the 
handles are free of any obstruction and may 
be coated with Klein Plastic Coating if de¬ 
sired. 


208-6C —Long nose shear cutting 
plier 6 V 2 in. long. Will cut dead soft 
or extremely hard wire. Blade re¬ 
placeable. Point of nose 1/16 in. 
diam. Coil spring. 
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